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VICTORY LAMP COMPANY 
PHILADELPHIA, PENNA., U. S. A. 


VICTORY PRODUCTS 


Foreword 


N the preparation of this Catalogue, it has been our purpose to 

incorporate therein, a comprehensive range of styles and designs in 

Lanterns of unquestioned quality, whose merits may be summed 
up and described in one word—VALUES. 

We are proud to offer, for your approval and inspection, a line 
such as VICTORY, and feel that you will find, in its completeness, 
an item to meet your every requirement—original in design, good 
material, excellent workmanship and modern finishes. 

It is our aim, at all times, to produce merchandise that will last 
and be a source of pleasure and satisfaction for years to come. 

Handling the VICTORY line will prove a source of pleasure 
and satisfaction seldom experienced with similar lines—you get 
merchandise which you can stand back of at all times, with the 
assurance of our guarantee to protect you. In addition the 
VICTORY WARRANTY fully protects your shipments in tran- 
sit—you will find this policy outlined on the last page—read it over 
carefully and you will get some idea of the confidence we have in 
our handling and packing. 

In our ALI. COPPER RUST PROOF Line, we offer the last 
word in Modern weather protection as well as a wide range in price, 
starting with the popular priced lines, up through the finer grades. 
This line is furnished in Smoothe Copper as well as Hammered 
Copper. 

Our In-Door Line offers some very unique patterns, pleasing 
to the eye, and at real prices that will insure a volume of business at 
a nice profit. 

All the desired features in Metal, Glass and Finish, combined 
and completed in our own factory, by expert workmen, are found 
in each of these numbers and a sample order will be convincing. 

We have thousands of satisfied accounts throughout the 
Country, and if we have not had the pleasure of serving you before, 
would appreciate an order from you and allow the merchandise to 
speak for itself and establish the merit of our product with you— 


WE WANT TO SERVE YOU. 


FLEMISH COPPER VERDE GREEN 


STATUARY BRONZE 


The above illustrations give you an idea of the Finishes, both Metal and Glass, 
furnished in connection with Victory Lanterns. (Refer to catalog for stock 
finish and glass.) 


IMPORTANT 


When ordering, always specify the item number, finish of metal and color of glass 
desired. You will find our line illustrated in color on pages 4, 9, 28, 30, and 35. 
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VICTORY PRODUCTS 


All Copper Bracket Lantern 


No. 1306 


Diameter 16 inches, Depth 26 inches, Extreme Extension 17 inches, Wall 

Plate 614 x 22 inches, Height Overall 34 inches, Hinge Glass; Side Door. Made 

of Sheer Copper with cast bronze knobs. Stock Glass: Clear Moss. Stock 
Finish: Verde Green. 


Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Bracket Lantern 


{ti 


No. 1302 


Diameter 14 inches, Depth 22 inches, Extreme Extension 14 

inches, Wall Plate 614 x 16 inches, Height Overall 30 inches, Hinge 

glass; side door. Made of Sheet Copper with Cast Bronze Knobs. 
Stock Finish: Flemish Copper. Stock Glass: Amber Cathedral. 


Any other glass or finish can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Bracket Lantern 


No. 1307 


Diameter 12 inches, Depth 23 inches, Extreme Extension 15 inches, 

Wall Plate 61% x 18 inches, Height Overall 30 inches, Hinge Glass; 

side door. Made of Sheet Copper with Cast Bronze Knobs. 
Finish: Flemish copper. 


Stock 
Stock Glass: Amber Cathedral. 
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Any other finish or glass can be furnished when specified. 


VICTORY PRODUCTS 


All Copper Bracket Lantern 


No. 1304 
Diameter 10 inches, Depth 21 inches, Extreme Extension 
13% inches, Wall Plate 614 x 15 inches. Hinge glass; Side door. 
Height Overall 28 inches. Made of sheet copper with case 
bronze knobs. Stock Glass: Clear Moss. Stock Finish: Verde 


Green. 


Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Bracket Lantern 


No. 1301 


Diameter 14 inches, Depth 24 inches, Exereme Extension 15 inches, Wall 

Plate 614 x 18 inches, Height Overall 32 inches, Hinge Glass Side Door. 

Made of Sheet Copper with Cast Bronze knobs. Stock Glass: White Cache- 
dral Sandblasted. Stock Finish: Statuary Bronze. 


Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


Hammered Copper Bracket Lantern 


door. 


No. 1305 


Diameter 13 inches, Depth 18 inches, Extreme Extension 14 inches, 
Wall Place 514 x 415 inches, Height Overall 22 inches, Hinge Glass; side 

Made of Hammered Copper with Cast Bronze knobs. Stock Glass: 
_ Amber Cathedral. Stock Finish: Antique Copper. 


Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Bracket Lantern 
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No. 1308 


Diameter 1314 inches, Depth 20 inches, Extreme Extension 14 inches, 

Wall Plate 6 x 16 inches, Height Overall 23 inches. Hinge glass; side door. 

Made of Sheet Copper with Case Bronze knobs. Stock Glass: White 
Cathedral Sandblasted. Stock Finish: Statuary Bronze. 


Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Bracket Lantern 


No. 1309 
Diameter 12 inches, Depth 418 inches, Excreme Extension 14 inches, 
Wall Plate 6 x 16 inches, Height Overall 26 inches. Hinge Glass; 
Side Door. Made of Sheee Copper with Cast Bronze knobs. Stock 
Glass: Amber Cathedral. Stock Finish: Flemish Copper. 


Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


Hammered Copper Bracket Lantern 


No. 1303 
Diameter 814 inches, Depth 18 inches, Extreme Extension 
101% inches, Wall Place 5 x 16 inches, Height Overall 22 
inches. Hinge glass; side door. Made of hammered copper 
with Casc Bronze knobs. Stock Glass: Amber Cathedral. 
Stock Finish: Antique Copper. 


Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Wall Pocket Lantern 


No. 1284 


Diamerer 10 x 18 inches, Extreme Extension 5 inches. Opens on hinges. 


Stock Glass: Amber Cathedral. Stock Finish: Verde Green, 


Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


Hammered Copper Wall Pocket Lantern 


No. 1285 


Diameter 12 x 22 inches, Extreme Extension 514 inches. Hinge Glass; Front Door. 
cock Glass: Amber Cathedral. 


Stock Finish: Antique Copper. 


Any other finish or glass can be furnished when specified. 
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No. 1256 


Diamecer 9 inches, Depth 14 inches, Extreme Extension 
1014 inches, Height Overall 23 inches. Hinge Glass; Side 


Door. Furnished with drip Fibro Candle large enough to 
Clear Crackled. 


slip over a porcelain socket. Stock Glass: 
Stock Finish: Antique Copper. 


Any other finish or glass can be furnished when specified. 
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. VICTORY PRODUCTS 


Copper Lantern with Cast Bronze Bracket 
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No. 1264 


Diameter 9] inches, Depth 14 inches, Extreme Extension 1114 

inches, Height Overall 19 inches. Hinge Glass; Side Door. 

Furnished with Drip Fibro Candle large enough to slip over a 

porcelain sockec. Stock Finish: Antique Copper. Stock Glass: 
Clear Crackled. 


Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Pendant and Lantern 


No. 1261 
Diameter 914 inches, Depth 15 inches, Height 
Overall 24 inches. Hinge Glass; Side Door. 
Stock Glass: Amber Cathedral. Stock Finish: 
Flemish Copper. 


Any other finish or glass can be furnished when specified. 
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v VICTORY PRODUCTS 


All Copper Scroll Bracket and Lantern 


No. 1262 


Diameter 914 inches, Depth 14 inches, Extreme Extension 1214 inches, 
Height Overall 22 inches. Hinge Glass; Side Door. Stock Glass: Amber 
Cathedral. Stock Finish: Flemish Copper. 


Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS : 


All Copper Scroll Bracket and Lantern 


No. 1241 


Diameter 7 inches, Depth 14 inches, Extreme Extension 11 inches, 
Height Overall 22 inches. Hinge glass; Side door. Stock Glass: Amber 
Cathedral. Stock Finish: Verde Green. 


Any other finish or glass can be furnished when specified. 
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& VICTORY PRODUCTS 


Hammered Copper Pendant Hammered Copper Bracket and 
and Lanter: . Lantern with Cast Bronze Fittings 


No. 1281 


Diameter 9 inches, Depth 14 inches, Extreme Exten- 

sion 14 inches, Height Overall 19 inches. Hinge glass; 

Side door. Stock Glass: Amber Cathedral. Scock 
Finish: Ancique Copper. 


No. 1280 


Diameter 9 inches, Depth 14 inches, Height 

Overall 24 inches. Hinge glass; Side door. 

Stock Glass: Amber Cathedral. Stock Finish: 
Antique Copper. 


Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Pendant and Lantern 


All Copper Pendant and 
Lantern 


No. 1263 


Diameter 9 inches, Depth 14 inches, Height 

Overall 24 inches. Hinge glass; Side door. Stock 

Glass: Amber Cathedral. Stock Finish: Flemish 
Copper. 


No. 1240 


Diameter 7 inches, Depth 44 inches; 
Height Overall 19 inches. Hinge glass, 


Side door. Stock Glass: Amber Cathedral. 
Stock Finish: Flemish Copper. 


Any other finish or glass can be furnished when specified. 
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© VICTORY PRODUCTS 


All Copper Bracket and Lantern 
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All Copper Pendant and 
Lantern 


No. 1239 
Diameter 6 inches, Depth 14 inches, Extreme 
Extension 91% inches, Height Overall 15 inches. 
Hinge glass; Side door. Stock Glass: Amber 
Cathedral. Stock Finish: Flemish Copper. 
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No. 1238 


Diameter 6 inches, Depth 11% inches, 

Height Overall 49 inches. Hinge glass; 

Side door. Stock Glass: Amber Cathedral. 
Stock Finish: Flemish Copper. 


Awny other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Bracket and Lantern All Copper Scroll Bracket and Lantern 


No. 1253 No. 1222 
Diameter 54% inches, Depth 815 inches, Extreme Diameter 614 inches, Depth 734 inches, Excreme 
Extension 8 inches, Height Overall 13 inches. Top Extension 11 inches, Height Overall 13 inches. Hinge 
Stock Glass; Amber Cathedral. 


Removable. Stock Glass: Amber Cathedral. Stock glass; Bottom door. 
Finish: Flemish Copper. Stock Finish: Antique Copper. 


All Copper Bracket and Lantern 


No. 1229—Diameter 414 
inches, Depth 834 inches, 
Height Overall 14 inches. 
Hinge glass; Bottom door. 
Extreme Extension 8 inches. 
Stock Glass: Amber Cathe- 
dral. Stock Finish: Flemish 
Copper. 


No. 1229 


Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Bracket and Lantern 


All Copper Pendant and 
Lantern 


No. 1283 


Diamecer 8 inches, Depth 13 inches, Extreme Exten- 

sion 91% inches, Height Overall 4 inches, Wall 

place 41 x 13 inches. Hinge a Bottom door. 

Stock Clase: Amber Cathedral. Stock Finish: Flemish 
Copper. 


us 


All Copper Ceiling Light 


No. 1282 


Diameter 8 inches, Depth 13 inches; 

Height Overall 21 inches. Hinge Glass, 

Bottom door. Stock Glass: Amber Cathe- 
dral. Stock Finish: Flemish Copper. 


No. 1232 
Diameter 141 inches, Depth 31% inches. Hinge Glass; Bottom 
Door. Equipped for one light; with cross-bar for installation. 


Stock Glass: Amber Cathedral. Stock Finish: Flemish Copper. 


Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Scroll Bracket and 
Lantern 


No. 1228 


Diameter 6 inches, Depth 14 inches, Excreme Ex- 
tension 101% inches, Height Overall 17 inches. Hinge 
glass; Bacrot door. Stock Glass: Clear Moss. 
Stock Finish; Verde Green. 


All Copper Scroll Bracket and Lantern 


No. 1223 


Diameter 8 inches, Depth 814 inches, Extreme Extension 

412 inches, Height Overall 14 inches. Hinge glass; Borcom 

door. Stock Glass: Amber Cathedral. Stock Finish: Flemish 
Copper. 


Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


Hammered Copper Wall Pocket 
Lantern 


No. 1231—Diamecer 914 inches, Height Overall 

14 14 inches, Extreme Extension 4 14 inches. Opens 

on hinges. Stock Glass: Amber Cathedral. 
Stock Finish: Antique Copper. 


Hammered Copper Wall Pocket 
Lantern 


No, 1230—Diameter 834 inches, Height Overall 12 

inches, Extreme Extension 414 inches. Opens on hinges. 

Stock Glass: Amber Cathedral. Stock Finish: An- 
tique Copper. 


No. 1230 


Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Pendant All Copper Bracket and 
and Lantern Lantern 


No. 1287—Diameter 41% inches, 
Depth 7 inches, Height Overall 
13 inches. Hinge glass; Bottom 
door. Stock Glass: Amber Cathe- 
dral. Stock Finish: Flemish Copper. 


No. 1288 


Diameter 414 inches, Depth 7 inches, 

Excreme Extension 7 inches, Height Overall 

9 inches. Hinge glass; Bottom door. Stock 

Glass: Amber Cathedral. Stock Finish: 
Flemish Copper. 


No. 1287 


Hammered Copper Bracket and 
Lantern 


Hammered Copper 
Pendant and Lantern 


No. 1224— Diameter 6 inches, 

Depth 8 inches, Height Overall 

14 inches. Hinge glass; Bottom 

door. Stock Glass: Amber Ca- 

thedral. Stock Finish: Antique 
Copper. 


No. 1225 


Diameter 6 inches, Depth 8 inches, Extreme 

Extension 724 inches, Height Overall 10 inches. 

Hinge glass; Bottom door. Stock Glass: Amber 
Cathedral. Stock Finish: Antique Copper. 


Any other finish or glass can be furnished when specified. 
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g VicTORY PRODUCTS 


Hammered Copper 
Bracket and Lantern 


Hammered Copper 
Pendant and 
Lantern 


No, 1226— Diameter 6 inches, 

Depth 9 inches, Height Overall 

15 inches. Hinge glass; Bottom 

door. Stock Glass: | Amber 

Cathedral. Stock Finish: An- 
tique Copper. 


No. 1227 


Bottom door. k 
Cathedral. Stock Finish: Antique No. 1226 
Copper. 


Hammered Copper Bracket 
and Lantern 


Hammered Copper 
Pendant and 


Lantern 
No. 1247—Diameter 414 ye, v4 
inches, Depth 8 inches, Height | if ne OK 
Overall 14 inches. Hinge glass; a 
Bottom door. Stock Glass: 


Amber Cathedral. Stock Finish: 
Antique Copper. 


No. 1246 


Diameter 414 inches, Depth 8 inches, Ex- 

treme Extension 814 inches, Height Overall 

10 inches. Stock Glass: Amber Cathedral. 
Stock Finish: Antique Copper. 


Any other finish or glass can be furnished when specified. 
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No. 1217 


All Copper Scroll Bracket and Lantern 


No. 1217—Diameter 6 inches, Depth 1014 inches, Extreme 

Extension 1014 inches, Height Overall 16 inches. Hinge 

glass; Bottom Door. Stock Glass: Clear Cathedral. Stcok 
Finish; Verde Green. 


All Copper Pendant and Lantern 


No. 1216—Diameter 6 inches, Depth 401% inches, 
Height Overall 17 inches. Hinge glass; Bottom door. Stock 
Glass: Amber Cathedral. Stock Finish: Flemish Copper. 


All Copper Bracket and Lantern 


No. 1254—Diameter 6 inches, Depth 1014 inches, 

Extreme Extension 914 inches, Height Overall 13 inches. 

Hinge glass; Bottom door. Stock Glass: Amber Cathedral. 
Stock Finish: Flemish Copper. 


Any other finish or glass can be furnished when specified. 
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No. 1255 


All Copper Pendant and Lantern 


No. 1213—Diamerer 5% inches, Depth 914 inches, 

Height Overall 15 inches, Hinge glass; Bottom door. 

Stock Glass: Amber Cathedral. Stock Finish: An- 
tique Copper. 


All Copper Scroll Bracket and 
Lantern 


No. 1210—Diameter 51% inches, Depth 9 14 inches, 
Extreme Extension 91% inches, Height Overall 14 
inches. Hinge glass; Bottom door. Stock Glass: 
Hanuanign Amber Cathedral. Stock Finish: Antique Copper. 
Wangs, 

ns 
Mya 


Copper Lantern with Cast 
Bronze Bracket 


No. 1255—Diameter 6 inches, Depth 1114 inches, 

Extreme Extension 1014 inches, Height Overall 15 

inches. Hinge glass; Side door. Furnished with drip 

Fibro candle large enough in diameter to slip over a por- 

celain socket, Stock Glass: Double Thick Plate. Stock 
Finish: Antique Copper. 


No. £210 


Any other finish or glass can be furnished when specified. 


~o[ 30 Je 


VICTORY PRODUCTS 


Hammered Copper Bracket and 
Lantern 


Hammered Cop- 
per Pendant and 
Lantern 


No. 1237—Diamerer 5144 
inches, Depth 9 inches. 
Height Overall 17 inches, 
Stock Glass: Amber Cathe- 
dral. Stock Finish: Antique 


Copper. 

Slit 

fee zare 

No. 1236 NOE Like ta 

+ __—— 
Diameter 514 inches, Depth 9 inches, Extreme 
Extension 8 44 inches, Height Overall 12 14 inches. 
Stock Glass: Amber Cathedral. Stock Finish: 

Antique Coprer. No. 1237 


All Copper Bracket and Lantern 


All Copper 
Pendant 
and Lantern 


No. 1272—Diameter 416 
inches, Depth 8 inches, 
Height Overall 15 inches. 
Stock Glass: Amber Ca- 
thedral. Stock Finish: 
Flemish Copper. 


Kaye vay 


Amys 


No. 1273 
Diameter 414 inches, Depth 8 inches, Excreme 
Extension 744 inches, Height Overall 101% inches, 
Stock Glass: Amber Cathedral. Stock Finish: 
Flemish Copper. 


Any other finish or glass can be furnished when specified. 
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m VICTORY PRODUCTS 


All Copper Scroll Bracket and Lantern 


All Copper Scroll Bracket and Lantern 


No. 1244 


Diameter 6 inches, Depth 94% 
inches, Extreme Extension 10 
inches, Height Overall 15 inches. 
Hinge glass; Bottom door. 
Stock Glass: Amber Cathedral. 
Stock Finish: Flemish Copper. 


No. 1219 


Diameter. 51% inches, Depth 10 
inches, Extreme Extension 1014 
inches, Height Overall1514 inches. 
Hinge glass; Bottom door, 
Stock Glass: Amber Cathedral. 
Stock Finish: Flemish Copper. 


All Copper Pendant and 
Lantern 


No. 1245 


Diameter 6 inches, Depth 914 inches, 

Height Overall 16 inches. Hinge glass; 

Bottom door. Stock Glass: Amber 

Cathedral. Stock Finish: Flemish 
Copper. 


Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Pendant All Copper Pendant 
and Lantern and Lantern 


No. 1218 No. 1214 


Diameter 51% inches, Depth 

10 inches, Height Overall 16 

inches, Hinge glass; Bottom 

door. Stock Glass: © Amber 

Cathedral. Stock Finish: Flem- 
ish Copper. 


Diameter 514 inches, Depth 
91% inches, Height Overall 16 
inches. Stock Glass: Amber 
Cathedral. Stock Finish: An- 


tique Copper. 


All Copper Bracket and 
Lantern 


Diameter 514 inches, Depth 914 

inches, Extreme Extension 734 inches, 

Height Overall 1214 inches. Hinge 

glass; Bottom door. Stock Glass: 

Amber Cathedral. Stock Finish: An 
tique Copper. 


No. 1215 


Any other finish or glass can be furnished when specified. 
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All Copper Pendant 
and Lantern 


No. 1220 


Diameter 414 inches, Depth 
11 inches, Height Overall 18 
inches. Hinge glass; Side door. 
Stock Glass: Amber Cathedral. 
Stock Finish: Flemish Copper. 


VICTORY PRODUCTS 


All Copper Scroll Bracket 
and Lantern 


Diameter 414 inches, Depth 
44 inches, Extreme Extension 
9 inches, Height Overall 417 
inches. Hinge glass; Side door. 
Stock Glass: Amber Cathedral. 
Stock Finish: Flemish Copper. 


All Copper Pendant 
and Lantern 


Diameter 6 inches, Depth 814 inches, 
Height Overall 15 inches. Hinge glass; 
Bottom Door. Stock Glass: Amber 
Cathedral. Stock Finish: Flemish Copper. 


No. 422 


Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


Hammered Copper Wall Pocket Lantern All Copper Wall Pocket . 
Lantern 


No. 1259 


Diameter 514 inches, Depth 81% inches, 
Extreme Extension 5 inches, Heighe 
Overall 10 inches. Stock Glass: Amber 
Cathedral. Srock Finish: Flemish Copper. 


No. 1260 


Diameter 81% inches, Height Overall 14 
inches, Extreme Extension 4 inches. Opens on 
hinges. Depth of Wall Plate 34 inch for ouclec 
box. Stock Glass: Amber Cathedral. Stock 


Hinishs Ancique/ Copper: Hammered Copper Ceiling Lantern 


Hammered Copper Ceiling Lantern 


No. 1235 No. 1234 


Diameter 124% inches, Depth 4 inches. Hinge glass; Diameter 1244 inches, Depth 434 inches. Hinge glass; 

Bottom door. Equipped for two lights with crossbar for Bottom door. Equipped for two lights with crossbar for installa- 

installation. Stock Glass: Clear Moss. Stock Finish: tion. Stock Glass: Amber Cathedral. Stock Finish: Antique 
Antique Copper. Copper. 


Any other finish or glass can be furnished when specified. 
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* VICTORY PRODUCTS 


All Copper Ceiling Lantern All Copper Ceiling Lantern 


Lf No. 1257 


Top Diameter 10 inches, 

Depth 7 inches. Hinge glass; 

Bottom door. Equipped for 

one light. Stock Glass; Amber 

Cathedral. Stock Finish: Flem- 
ish Copper. 


No. 1258 


Top Diameter 734 inches, 
Depth 9 inches. Opens on 
hinges. Equipped for one lighe, 
Stock Glass: Clear Moss. 
Stock Finish: Verde Green 


No. 1233 


Diameter 12 inches, Depth 514 inches. Hinge glass; 

Side door. Equipped for two lights with crossbar for 

installation. Stock Glass: Clear Moss. Stock Finish: 
Verde Green. 


All Copper Ceiling Lantern 
All Copper Ceiling Lantern : . 


No. 1242—Top Diameter 614 inches, 

Depth 814 inches. Equipped co take Sign 

Receptacle. Hinge glass; Bottom door. 

Stock Glass: Clear Cathedral. Stock 
Finish: Verde Green. 


No. 1243—Top Diameter 6 inches, 

Depth 814 inches. Equipped to take Sign 

Receptacle. Hinge glass; Bottom door. 

Stock Glass: Amber Cathedral. Stock 
Finish: Flemish Copper. 


Awny other finish or glass can be furnished when specified. 


VICTORY PRODUCTS 


All Copper Marine Lantern 
With Scroll Bracket 


All Copper Marine 
Pendant and 
Lantern 


Stock Glass: 
C. R. I. Cylinder. 
Stock Finish: 


Flemish or Antique 
Copper. 


No. 266 


Diameter 7 inches, Depth 14114 
inches, Height Overall 17 inches. 


No. 265 
Diameter 7,inches, Depth 411 inches, Exereme Exten- 
sion 111% inches, Height Overall 17 inches. 


All Copper Ceiling Lantern 


No. 357 


Diameter 13 inches, Depth 714 
inches. Hinge Glass Side Door. 
Equipped for Two Lights with 
Cross Bar for Installation. Stock 
Glass: Amber Cathedral. Stock 
Finish: Flemish Copper. 
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VICTORY PRODUCTS 


All Copper Marine 


All Copper Marine 
Pendant and Lantern With 
Lantern Scroll Bracket 


No. 263 Diameter 6 inches, Depth 91% 
Diameter 6 inches, Depth 914 jaches: Pareme Gani ane 
inches, Height Overall 15 inches. : tapes’ 
All Copper Marine 
Lantern With . All Copper Marine 
Scroll Bracket Lantern and 
Pendant 


No. 262 No. 261 
; Diameter 614 inches, Depth 9 
i 6 inches, Depth 9 z fe » 
PE eeu Pacaiee Wie inches, Bletghes Overall 1474 
inches, Height Overall 14 inches. 


Stock Glass: C. R. I. Cylinder. Stock Finish: Flemish or Antique Copper. 
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VICTORY PRODUCTS 


AllCopper Pendant All Copper Bracket 
and Lantern and Lantern 


All Copper Ceiling Lantern 


No. 445 
Diameter 714 inches, Depth 9 inches. 
Extreme Extension 101% inches, Height 
Overall 1114 inches. Hinge Glass; 
Bottom Door. 


No. 446 
Diameter 7 14 inches, Depth 9 
inches, Height Overall 413 
inches. Hinge Glass; Botcom 

Door. 


No. 447 
Top—Diameter 814 inches, Depth 814 inches 
Hinge Glass; Bottom Door. 


All Copper Ceiling Lantern 
All Copper Ceiling Lantern 


No. 498 
Diameter 9 inches, Depth 334 inches. 
Hinge Glass; Bottom Door. Equipped Diameter 1014 inches, Depth 6 inches. 
for One Light with Cross Bar for Hinge Glass; Bottom Door. Equipped 
Installation, for Two Lights with Cross Bar for 
Installation. 


Stock Glass: Amber Cathedral. Stock Finish: Flemish or Antique Copper. 
Any other finish or glass can be furnished when specified. 
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All Copper Pendant 


VICTORY PRODUCTS 


All Copper Bracket and Lantern 


and Lantern 


Lace 


No. 492 
Diameter 8 inches, Depth 12 
inches, Height Overall 17 inches. 

Hinge Glass; Side Door. 


No. 497 
Diameter 8 inches, Depth 12 
inches, Height Overall 24 inches. 

Hinge Glass; Side Door. 


All Copper Wall Pocket 
Lantern 


Diameter 8 inches, Extreme Extension 314 
inches, Height Overall 45 inches. Hinge 
Glass; Front Door. 


No. 518 
Stock Finish: Flemish or Antique Copper. 


Stock Glass: Amber Cathedral. 
Any other finish or: glass can. be furnished when specified, 
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All Copper Pendant 
and Lantern 


No. 412 
Diameter 61% inches, Depth 
12 inches, Length Overall 
26 inches. Hinge Glass; 

Bottom Door. 


All Copper Wall Pocket 


Lantern 


Diameter 8 inches, Excreme Extension 4 


inches, Height Overall 15 inches. 
Glass; Front Door. 


No. 404 
Diameter 61% inches, Depth 12 inches, 
Extreme Extension 40 inches, Wall Plate 
41x13 inches, Height Overall 15 inches. 
Hinge Glass; Bottom Door. 


Hinge 


No. 517 


Stock Glass: Amber Cathedral. Stock Finish: Flemish or Antique Copper. 


Any other finish or glass can be furnished when specified. 
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@ VicTORY PRODUCTS 


All Copper Pendant All Copper Bracket 
and Lantern and Lantern 


No. 409 
Diameter 6% inches, Depth 12 4 inches, Extreme 
Extension 10 inches, Height Overall 1414 inches. 
Hinge Glass; Bottom Door. 


No. 411 
Diameter 614 inches, Depth 
1214 inches, Height Overall 
18 inches. Hinge Glass; 

Bottom Door. 


All Copper Ceiling Lantern 


All Copper Ceiling Lantern 


No. 358 No. 359 
Diameter 1034 inches, Depth 54 inches. Diameter 1214 inches, Depth 7 inches. Hinge 
Hinge Glass; Side Door. Equipped for One Glass; Side Door. Equipped for Two Lights with 
Light wich Cross Bar. Cross Bar. 


Stock Glass: Amber Cathedral. Stock Finish: Flemish or Ancique Copper. 
Any other finish or glass can be furnished when specified. 
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All Copper Pendant and 
Lantern 
No. 496 


Diameter 714 inches, Depth 15 inches, Length 
Overall 26 inches. Hinge Glass; Side Door. 


All Copper Bracket 
and Lantern 


No. 490 
Diameter 7% inches, Depth 15 inches, Extreme 
Extension 1034 inches, Height Overall 1814 
inches, Wall Place 414x413 inches. Hinge Glass; 


Side Door. 
All Copper, Pendant 
and Lantern 
All Copper Bracket 
and Lantern 
No. 318 

Diameter 514 inches, Depth 9 No. 320 
inches, Extreme Extension 8 Diameter 514 inches, Depth 9 
inches, Height Overall 1114 inches, Height Overail 1414 

inches. inches. 


Stock Glass: Amber Cathedral. Stock Finish: Flemish or Antique Copper. 
Any other finish or glass can be furnished when specified. 
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we VICTORY PRODUCTS 


All Copper Bracket All Copper Pendant 
and Lantern and Lantern 


Sa 


No. 463 


Diameter 84% inches, Extreme Extension 14 
inches, Height Overall 11 inches. Hinge 
Glass; Bottom Door. 


No. 470 
Diameter 81% inches, Depth 9 inches, 
Height Overall 14 inches. Hinge Glass; 
Bottom Door. 


All Copper Wall Pocket Lantern 


All Copper Ceiling 
Lantern 


(Side View) 


No. 465 
Diameter 11 inches, Extreme Extension 534 No. 468 
inches, Height Overall 11 inches. Opens on Diameter 61% inches, Depth 7 inches. 
Hinges. Hinge Glass; Bottom Door. 


Stock Glass: Amber Cathedral. Stock Finish: Flemish or Antique Copper. 
Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 
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All Copper Pendant All Copper Bracket 
and Lantern and Lantern 


No. 459 
Diameter 8 inches, Depth 814 
inches, Extreme Extension 11 
inches, Height Overall 11 inches. 
No. 456 Hinge Glass; Bottom Door. 


Diameter 8 inches, Depth 814 
inches, Height Overall 14 inches. 
Hinge Glass; Bottom Door. 


All Copper Ceiling 
Lantern 

All Copper Ceiling 
Lantern 


No. 416 No. 460 
Diameter 634 inches, Depth 814 Diameter 834 inches, Depth 6 
inches. Hinge Glass; Bottom inches. Hinge Glass; Bottom 
Door. Door. 


Stock Glass: Amber Cathedral. Stock Finish: Flemish or Antique Copper. 
Any other finish or glass can be furnished when specified. 
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® VICTORY PRODUCTS 


All Copper Wall Pocket All Copper Wall Pocket 
Lantern Lantern 


(Side View) 


(Side View) 

No. 414 No. 449 

Diameter 10 inches, Extreme Extension 

434 inches, Height Overall 12 inches. 
Opens on Hinges. 


Diameter 71% inches, Extreme Exten- 
sion 3% inches, Height Overall 13 
inches. Opens on Hinges. 


All Copper Wall Pocket 
Lantern 


All Copper Wall Pocket 
and Lantern 


No. 435 
Diameter 6% inches, Extreme Exten- No 301 
sion 3% inches, Height Overall 1034 Diameter 514 inches, Extreme Exten- 
inches. Hinge Glass; Front Door. sion 5 inches, Height Overall 9 inches. 


Stock Glass: Amber Cathedral. Stock Finish: Flemish or Antique Copper. 
Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Bracket All Copper Bracket 
and Lantern and Lantern 


No. 341 
Diameter 44 inches, Depth 8% inches, 
Extreme Extension 714 inches, Height 
Overall 12 inches. Top Removable. 


No. 442 
Diameter 6 inches, Depth 10 inches; 
Excreme Extension 734 inches, Height 
Overall 13 inches. Hinge Glass; Borcom 
Door, 


All Copper Pendant 
and Lantern 


All Copper Bracket 
and Lantern 


No. 324 ; 
Diameter 514 inches, Depth 8 inches, No. 322 
Extreme Extension 8 inches, Height Diameter 514 inches, Depth 8 inches, 
Overall 11 inches. Height Overall 14 inches. 


Stock Glass: Amber Cathedral. Stock Finish: Flemish or Antique Copper. 
Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Pendant All Copper Pendant 
and Lantern and Lantern 


All Copper Pendant 
and Lantern 


en 


No. 444 
Diameter 6 inches, Depth 10 inches, 
Length Overall 26 inches. Hinge 
Glass; Botcom Door, 


No. 406 
Diameter 6 inches, Depth 1114 inches, 
Length Overall 26 inches. Hinge Glass; 
Bottom Door. 


No. 486 
Diameter 6 inches, Depth 9 inches, 
Height Overall 1514 inches. Hinge 
Glass; Bottom Door. 


Stock Glass: Amber Cathedral. Stock Finish: Flemish or Antique Copper. 
Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Bracket 
and Lantern 


No. 488 
Diameter 6 inches, Extreme Extension 9 
inches, Height Overall 13 inches. Top 
Removable. 


All Copper Pendant 
and Lantern 


No. 342 
Diameter 414 inches, Depth 8 inches, 
Height Overall 1314 inches. 


All Copper Bracket 
and Lantern 


No. 410 
Diameter 6 inches, Depth 111% inches, 
Extreme Extension 8 inches, Height 
Overall 14 inches, Hinged Glass, Bot- 


tom Door, 


All Copper Bracket 
and Lantern 


No. 340 
Diameter 414 inches, Depth 8 inches, Ex- 
treme Extension 714 inches, Height Overall 
1014 inches. 


Stock Glass: Amber Cathedral. Stock Finish: Flemish or Antique Copper. 
Any other finish or glass can be furnished when specified. 
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All Copper Bracket 
and Lantern 


No. 352 
Diameter 514 inches, Depth 8 inches, 
Height Overall 1014 inches, Extreme 
Extension 8 inches. 


All Copper Pendant 
and Lantern 


No. 354 
Diameter 514 inches, Depth 8 inches, 
Height Overall 1314 inches. 


All{Copper Bracket 
and Lantern 


No. 353 
Diameter 514 inches, Depth 8 inches, 
Height Overall 1114 inches, Extreme 
Extension 734 inches. 


All Copper Bracket 
and Lantern 


No. 355 
Diameter 4 inches, Depth 8 inches, 
Height Overall 1014 inches, Extreme 
Extension 7 14 inches. 


Stock Glass: Amber Cathedral. Stock Finish: Flemish or Antique Copper. 
Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Bracket 
and Lantern 


All Copper 
Pendant and 
No. 418 Lantern 
Diameter 61% inches, Depth 10 inches, 
Height Overall 1214 inches, Extreme No. 420 
Extension 10 inches. Diameter 614 inches, 
Depth 10 inches, Length 
Overall 26 inches, 
All Copper 
Pe All Copper Wall Pocket 
Pendant and 
Lantern 
Lantern 


No. 356 
Diameter 4 inches, Depth 
8 inches, Height Overall 0. 402 

44 inches. a sj 


Diameter 5 inches, Extreme Extension 


61% inches, Height Overall 914 inches. 


Stock Glass: Amber Cathedral, Stock Finish: Flemish or Antique Copper. 
Any other finish or glass can be furnished when specified. 
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VICTORY PRODUCTS 


All Copper Ceiling All Copper Bracket 
Lantern and Lantern 


Wala 


No. 512 gs bas 
SS La 
Diameter 6 inches, Depth 8 inches. Hinge _ = 
Glass; Bottom Door. 


No. 424 
Diameter 6 inches, Depth 814 inches, 
Height Overall 12 inches, Excreme Excen- 
sion 81% inches. Hinge Glass; Bottom 
Door. 


All Copper Ceiling Lantern 


No. 510 
Diameter 814 inches, Depth 714 inches. 
Hinge Glass; Bottom Door. 


Stock Glass: Amber Cathedral. Stock Finish: Flemish or Antique Copper. 
Any other finish or glass can be furnished when specified. 
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VICTORY 


All Copper Newell Post 
Lantern 


No. 348 
Diameter 9 inches, Depth 11 inches, 
Height Overall 419 inches, Diameter 
Base 614 inches. 


PRODUCTS 


All Copper Newell Post 
Lantern 


No. 339 


Diameter 8 inches, Depth 12 inches, 
Height Overall 20 inches, Diameter 


Base 614 inches. Hinge Glass; Side 
Door. 


All Copper Bracket 
and Lantern 


No. 347 
Diameter 9 inches, Depth 10 inches, 
Height Overall 13 inches, Extreme 
Extension 14 inches. 
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we VICTORY PRODUCTS 


The immediate pages 

following comprise the 

complete VICTORY line 

of In-door lanterns for 
every use. 


Our designs are popular 
and are growing in de- 
mand more every 
day. 


cS 
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VICTORY PRODUCTS @& 
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In-Door Lanterns 


No. 1092 
Diameter 714 inches, Depth 11 
inches, Length Overall 42 inches. 
Three Light Candle. Stock Finish: 
Silver, Colonial Brass, or Statuary 
Bronze. Stock Glass: Sear Cut 
Cylinder, 


No. 1072 
Diameter 9 inches, Depth 14 inches, 
Length Overall 42 inches. Three 
Light Candle. Stock Finish: Silver, 
Colonial Brass or Statuary Bronze, 
Stock Glass; Double Thick Place. 


No. 1068 


Diameter 6 inches, Depth 9 inches, Length 
Overall 36 inches. Stock Finish: Silver, 
Colonial Brass or Statuary Bronze. Stock 


Glass: Double Thick Plate. 


VICTORY PRODUCTS 


In-Door Lanterns 


i) 
G 
IN 


No. 1064 


Diameter 7 inches, Depth 14 inches, 

Length Overall 36 inches. Stock 

Finish: Silver, Colonial Brass or 

Scacuary Bronze. Stock Glass: 
Double Thick Plate. 


No. 1067 


Diameter 8 inches, Depth 8 inches, 

Length Overall 36 inches. Stock 

Finish; Silver, Colonial Brass or 

Statuary Bronze. Stock Glass: 

White Cathedral Sandblasted or 
Amber Cathedral, 


No. rogo 
Diameter 714 inches, Depth 11 
inches, Length Overall 42 inches. 
Stock Finish: Silver, Colonial Brass 
or Statuary Bronze. Stock Glass: C. 
R. I. Sear Cut Cylinder. 
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In-Door Lanterns 


No. 1015 


No. 1016 


Diameter 7 inches, Depth 11 inches, 
Length Overall 36 inches. Hinge 
Glass; Bottom Door. Stock Finish: 
Silver, Colonial Brass or Statuary 


Diameter 61% inches, Depth 410 
inches, Length Overall 36 inches. 
Hinge Glass; Bottom Door. Stock 
Finish: Silver, Colonial Brass or 


Statuary Bronze, Stock Glass: 


Bronze. Stock Glass: C. R. I. or C. R. L. or Oriole Cylinder. 


Oriole Cylinder. 


No. 1066 
Diameter 414 inches, Depth 8 inches, 
Length Overall 36 inches. Stock Finish: 
Statuary Bronze. Stock Glass: Amber 


Cathedral. 
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No. 1070 
Diameter 6 inches, Depth 14 inches, 
Lengch Overall 36 inches. Hinged Glass 
Bottom Door. Stock Finish: Silver, 
Colonial Brass or Statuary Bronze. 
Stock Glass: C. R. I. Grape Cut 
Cylinder. 


In-Door Lanterns 


No. 1134 


Diameter 7 inches, Depth 9 inches, Length Overall 
36 inches. Stock Glass: Amber Cathedral Sand- 


blasted Cylinder. Stock Finish: Browntone. 
(Can be furnished in Silver, Colonial Brass or 
Statuary Bronze if requested, at 15% additional 
charge). 


VICTORY PRODUCTS 


No. 1071 
Diameter 5 inches, Depth 8 4 inches, 


Length Overall 36 inches. Stock 

Finish: Silver, Colonial Brass, or 

Statuary Bronze. Stock Glass: 
C. R. 1. Star Cut Cylinder, 
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VICTORY PRODUCTS 


Sun Parlor Fixtures 


No. 1063 No. 1065 


Diameter 1214 inches, Depth 6 inches, Lengch Over- Diameter 13 inches, Depth 6 inches, Length Overall 

all 36 inches. Stock Finish: Silver, Colonial Brass or 36 inches, Stock Finish: Silver, Colonial Brass or 

Scatuary Bronze. Stock Glass: White Cathedral Statuary Bronze. Stock Glass: White Cathedral 
Sandblasted or Amber. Sandblasted with Blue Cut Pendalogues, 


Ceiling Lantern 
No. 853 


Diameter 6 inches, Depth 6 inches, Height 
Overall 14 inches. Glass Bottom. Stock 
Finish: Black and Gold. Stock Glass: 


Geometric. 
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VICTORY PRODUCTS 


In-Door Lanterns 


No. 1040 
Diameter 8 inches, Depth 12 
inches, Length Overall 36 inches. 
Stock Finish: Statuary Bronze. 
Stock Glass: Amber Cathedral 

Sandblasted. 


No. 1046 


Diameter 7 inches, Depth 13 
inches, Length Overall 36 inches. 
Stock Finish: Statuary Bronze. 
Stock Glass: Amber Cathedral. 
One-Light Candle. 


No. 1012 
Diameter 6 inches, Depth 9 
inches, Length Overall 36 inches. 
Stock Finish: Statuary Bronze. 
Stock Glass: Amber Cathedral. 
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VICTORY PRODUCTS . 


Wt, 


In-Door Lanterns 


No. 1110 


Diameter 8 inches, Depth 12 
inches, Length Overall 36 
inches. Stock Finish: Roman 
Gold or Colonial Brass. Stock 
Glass: Scar Cut Cylinder. 
Three-Light Candle. 


No. 1102 


Diameter 8 inches, Depth 15 
inches, Length Overall 36 
inches. Stock Finish: Stracuary 
Bronze. Stock Glass: Geo- 
metric. Three-Light Candle. 


No. 1100 


Diameter 8 inches, Depth 12 
inches, Length Overall 36 
inches. Stock Finish: Roman 
Gold or Colonial Brass. Stock 
Glass: Clear Crackled Cylin- 
der. Three-Light Candle. 
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No. 701 
Diameter 91% inches, Depth 814 
inches, Length Overall 36 inches. 
Stock Finish: Browntone. Stock 
Glass: Amber Cathedral Sand- 
blasted. 


Sun Parlor Fixtures 


No. 1080 


Diameter 12 inches, Depth 8 inches, 

Length Overall 36 inches. Stock 

Finish: Statuary Bronze. Stock 

Glass: Amber Cathedral Sandblasted, 

with Imported Pendalogues Inserted 
as Shown. 


»§ VICTORY PRODUCTS 


No. 788 
Diameter 10 inches, Depth 8 
inches, Length Overall 36 inches. 
Stock Finish: Statuary Bronze. 
Stock Glass: Amber Cathedral 
Sandblasted with Imported Ame- 
thyst Pendalogues Inserted in 
Border. 
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VICTORY PRODUCTS 


In-Door Pendant Lanterns 


No. 852 
Diameter 6 inches, Depth 514 
inches, Length Overall 36 inches. 
Stock Finish: Black and Gold. 
Stock Glass: Geometric. 


No. 855 


Diameter 6 inches, Depth 6 
inches, Length Overall 36 inches. 
With Glass Bottom. Stock Fin- 
ish: Black and Gold. Stock 
Glass: Geometric. 


No. 875 


Diameter 6 inches, Depth 12 inches, Length Over- 
all 36 inches. Stock Finish: Statuary Bronze or 
Colonial Brass. Stock Glass: Geometric. 
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Crystal Fixtures 


Diameter 8 inches, Length Over- 

all 15 inches. Stock Finish: 

Silver and Black. Furnished with 
3 inch U-Drops. 


Diameter 71 inches, Length 
Overall 36 inches. Stock Finish: 
Antique Gold or Silver. Fur- 
nished with 24-inch Teardrops. 


a ) 
‘ sl Diameter 7 inches, Height 
Overall 8% inches. Stock 
= 4 Finish: Browntone. Stock 


Glass: Amber Cathedral. 


Diameter 714 inches, 
Length Overall 13 inches. 
Stock Finish: Antique 
Gold or Silver. Furnished 
with 24-inch Teardrops. 
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VICTORY PRODUCT 


In-Door Pendant Lanterns 


No. 831 
Diameter 7 inches, Depth 9 
inches, Length Overall 36 
inches. Stock Finish: Brown- 
tone. Stock Glass; Star Cuc 

Cylinder. 


No. 1038 


Diameter 5 inches, Depth 9 
inches, Length Overall 36 
inches. Stock Finish: Stacuary 
Bronze. Stock Glass: Amber 
Cathedral Sandblasted. 


No. 1032 


Diameter 5 inches, Depth 10 
inches, Height Overall 36 
inches. Stock Finish: Statuary 
Bronze. Stock Glass: Geo- 


metric. 
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VICTORY PRODUCTS 


In-Door Pendant Lanterns 


. 
No. 685 y No. 640 
Diameter 8 inches, Depth 14 inches, Length Over- ) Diameter 7 inches, Depth 10 inches, Length Over- 
all 36 inches, Stock Finish: Black and Gold. ‘i all 36 inches. Stock Finish: Black and Gold. 
Stock Glass: Crystal Chipped. ‘ia Stock Glass: Crystal Chipped. 
() 


No. 605 
Diameter 7 inches, Depth 9 inches, Length Over- 
all 36 inches. Stock Finish: Black and Gold. 
SeocttG lessee Gryscal’ Chowne, 
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In-Door Pendant Lanterns 


\ 


Qe 
o 
\ 
é N 
‘ 0. 823 
os = Q) Diameter 9 inches, Depth 8 


>. 
2 


Diameter 8 inches, Depth 9 
inches, Length Overall 36 
inches. Stock Finish: Statuary 
Bronze. Stock Glass: Amber 
Cathedral. 


inches, Length Overall 36 inches. 

Stock Finish: Black and Gold. 

Stock Glass: Amber Cathedral or 
Crystal Chipped. 


Q 
j 


No. 603 
Diameter 8 inches, Depth 14 inches, Length Over- 
all 36 inches. Stock Finish: Black and Gold. 
Stock Glass: Amber Cathedral. 
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VICTORY PRODUCTS 


In-Door Pendant Lanterns 


No. 655 


No. 630 Ul 


J 
Diameter 7 inches, Depth 10 | Diameter 6 inches, Depth 8 
inches, Length Overall 36 i, inches, Length Overall 36 
inches. Stock Finish: Statuary () inches. Stock Finish: Black 
Bronze. Stock Glass: Amber 7 and Gold. Stock Glass: 
Opalescene with Pink Panels Crystal Chipped. 
Inserted. (8 


No. 816 


Diameter 544 inches, Depth 8 inches, Length 
Overall 36 inches. Stock Finish: Antique Gold. 
Stock Glass: Amber Cathedral with Cut Glass 


Bottom. 
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In-Door Pendant Lanterns 


FY 
No. 614 ‘a No. 613 
Diameter 10 inches, Depth 12 ¥ Diameter 10 inches, Depth 13 
inches, Length Overall 36 € inches, Length Overall 36 
inches. Stock Finish: Brown- t inches. Stock Finish; Brown- 
tone, Stock Glass: Amber rs tone. Stock Glass: Amber 
Opalescent. Xy/ Opalescent, 
ia 
a) 


No, 688 


Diameter 8 inches, Depth 41 inches, Length Over- 
all 36 inches. Stock Finish: Black and Gold. 
Stock Glass: Crystal Chipped, 
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In-Door Ceiling Lanterns 


No. 683 
Diameter 7 inches, Depth 8 inches, 
Height Overall 12 inches. Stock Fin- 
ish: Black and Gold. Stock Glass: 
Crystal Chipped. 


* 
‘ 
tI 
t 


No. 602 


Diameter 7 inches, Depth 9 inches, 

Height Overall 13 inches. Stock Finish: 

Black and Gold. Stock Glass: Crystal 
Chipped. 


No. 648 
Diameter 6 inches, Depth 8 inches, 
Height Overall 42 inches. Stock Finish: 
Black and Gold. Stock Glass: Crystal 
Chipped. 


No. 809 


Diameter 544 inches, Depth 8 inches, 

Height Overall 12 inches. Stock Finish: 

Black and Gold. Stock Glass: Amber 
Cathedral with Cut Glass Bottom. 
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VICTORY PRODUCTS 


In-Door Ceiling Lanterns 


é a = 
No. 801 No. 815 
Diameter 10 inches, Depth 7 inches. Stock Finish: French Diameter 9 inches, Depth 8 inches, Height Overall 13 
Gold or Browntone. Stock Glass: Amber Cathedral. inches, Stock Finish: Black and Gold. Stock Glass: 


Amber Cathedral. 


No. 689 No. 851 


Diameter 8 inches, Depth 44 inches, Diameter 6 inches, Depth 51% inches, 

Height Overall 45 inches. Stock Finish: Height Overall 9 inches. Stock Finish: 

Black and Gold. Stock Glass: Amber Black and Gold. Stock Glass: Geo- 
Cathedral. metric. 


“ol 71 Je 


VICTORY PRODUCTS 


All Glass Newell Post Brass Newell Post 


No. 604 No. 607 
Diameter 5 inches, Height 
Overall 15 inches, Base 
414 inches. Stock Finish: 
Browntone. Stock Glass: 
Amber Opalescenc. 


Diameter 5 inches, Height 
Overall 15 inches. Stock 
Finish: Statuary Bronze. 
Stock Glass: Amber 
Opalescent. 


Sun Parlor Ceiling Lantern 


No. 811 


Diameter 114% inches, Depth 6 inches. Stock Finish: 
Browntone. Stock Glass: Amber Cathedral. Equipped for 
Two Lights with Crossbar. 
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VICTORY PRODUCTS 


In-Door Pendant 


Lanterns i 
re 
‘| 
No. 1orr In-Door Ceiling No. 643 
Diameter 51% inches, Depth Lantern Diameter 7 inches, Depth 7 


410 inches, Length Overall 36 
inches. Stock Finish: Black 
and Gold. Stock Glass: Geo- 
metric with cut Glass Bottom. 


inches, Length Overall 36 

inches. Stock Finish: Brown- 

tone. Stock Glass: Amber 
Cathedral. 


No. 1008 


Diameter 5}4 inches, Depth 10 inches, Height 

Overall 13% inches. Stock Finish: Black and 

Gold. Stock glass: Geometric with cut 
Glass Bottom. 
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LAST—But Very Important 


PACKING 


Our Lanterns are packed individually in cartons, which 
are nested, where practical, in master cartons, all cartons bear- 
ing sticker labels showing the contents and item number—a 
clean-cut proposition all the way through. No extra charge 
for packing. 


SPECIAL VICTORY SERVICE 


VICTORY WARRANTY actually insures your mer- 
chandise against loss by breakage. Every Lantern shipped by 
us goes to you with this safeguard—if there is any breakage we 
replace all damaged numbers FREE. You pay transportation 
charges both ways, but the actual repairs or replacements are 


made FREE OF CHARGE. 


MAKE NO RETURNS BEFORE SECURING OUR PERMIS- 
SION. PROPER NOTIFICATION MUST REACH US 
WITHIN TEN DAYS AFTER DELIVERY. 


SALES HELPS 


Our Advertising Department furnishes, F REE OF 
CHARGE, Electrotypes (sizes used in this catalogue) and 
photographs on our regular numbers. No special sizes in 
Electros, or Electros of Special numbers are furnished. 


TERMS 
2 %—10 Days; Net 30 Days; f. 0. b., Philadelphia. 


Note:—Numbers not shown in this Catalogue have been 
discontinued. 


Decorate with 
Artistic Lighting Equipment 


VICPORY LAMP CO. 


PHILADELPHIA, PENNA., U. S. A. 
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INDEX AND PRICE LIST 


OUT-DOOR 
Item Page in List Price 
No. Caralogue Each 


$ 8.50 
- 10.50 
9.50 

- 11.50 
. 16.00 
- 11.00 
5.00 
5.60 
5.60 
6.50 

- 6.50 
. 14.00 
5.00 
5.30 

. 4,80 
- 11.00 
14.00 
6.00 
6.00 
5.70 
5.50 
5.30 
9.50 
5.50 
7.20 
.. 5,50 
. 15.00 
9.00 


OUT-DOOR 
Page in List Price 
Caralogue Each 


33. $9.00 
9.00 
10.50 
13.50 
9.00 
12.00 
8.80 
12.00 

- 12.00 
. 12.00 
8.00 
8.00 
9.00 
3 29:00: 
- 11.50 
7.50 
8.50 


15% extra for silver where not listed as a stock finish. 


The above List Prices voids all previous prices and quotations. 


Extra charge of 25c each for Amber Cylinders on items 261, 262, 263, 264, 265 and 266. 
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List Price 
Each 


[75 Ie ; 


